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This memo ia to b# retained in front of the IISM II»2 • 

The following procedures will be In effect and complied with from 
the cate of receipti 


1 ) 


2 ) 


All peraonnel are to he afforded me it i mum i-pri vac y while 

treated by R . C . . HEALTH 

PROFESSIONALS. This will require that the physician 
leave the examining room while the patiant prejiarea for 
examination by putting ©n the gown provided. 


All patients undergoing fiome exaroUe tolerance test or 
any fitness must do so while wearing appropriate 
exercise clothing. ^ 


3) 


4 ) 


Breast examination will be done by palpation of the 
four qtMdr-nts, exposing only the part being examined, 
(If sny masses or other signs are discoveredi refer the 
patient to a surgeon or a gynecologist). 


Gynecological examination (internal), 
hy HSO'e, instead a gyn-uological 
required from female applicants and 
members at the time of their pe 
examination. 


will not be done 
report will be 
also from female 
rio dio me dic a1 
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5) NO EXAIlINATION of female applicante or members will be 
done without a female attendant being present when any 
of the following parts are examined: 

breast I 

pel vie area or 
external genitalia. 


A, Trot tier, M.D., 
Director, 

Health Servicea 


